2018 Stats 


Number of all 9-1-1 
calls in 2018 


Number of Wireless 
9-1-1 calls in 2018 


Dickinson Police Department 

9,822 

8,660 

Galveston County Sheriffs Office 

20,713 

18,991 

Galveston Police Department 

55,940 

46,984 

Hitchcock Police Department 

4,062 

3,497 

Kemah Police Department 

3,036 

2,620 

LaMarque Police Department 

16,152 

14,423 

Santa Fe Police Department 

5,694 

4,891 

Texas City Police Department 

35,478 

30,415 


150,897 

130,481 



Wireless 

Average Talk 

Number of 

Percent 

time per call 

Texts to 9-1 


88.17% 

1:38 

5 

91.69% 

1:22 

48 

83.99% 

1:18 

71 

86.09% 

1:04 

1 

86.30% 

1:00 

0 

89.30% 

0:57 

20 

85.90% 

1:18 

2 

85.73% 

1:00 

36 

86.47% 

1:12 

183 



